AMENDMENT NO. 1 FEBRUARY 2017 
TO 
IS 14743 : 1999 IRRIGATION EQUIPMENT — 
HYDROCYCLONE FILTERS — SPECIFICATION 


(Page 2, clause 4.1.1, last sentence) — Substitute the following for the 
existing sentence: 


‘Metallic parts shall be coated with durable abrasion resistant coating having a 
coating thickness more than 70um or hot dip galvanized to resist corrosion and 
under scouring.’ 


(Page 3, clause 4.4.1) — Insert ‘for GI fittings and IS 2643 for plastic 
fittings’ at the end of the sentence. 
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